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SUBJECT: X-RAY EQUIPMENT 
REF: STATE 006676, FRANKFURT 0372 
STATE FOR A/SY/T 
FRANKFURT FOR RTC 

X-RAY EQUIPMENT FOR PACKAGE AND MAIL INSPECTION NOT AVAILABLE 
AT US MISSION BERLIN. WE DO HAVE A SIMPLE METAL DETECTOR 
WHICH IS USED BY LOCAL MAIL ROOM PERSONNEL.GEORGE 
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